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BILL NO. S-83-01- 


SPECIAL ORDINANCE NO. S 

AN ORDINANCE approving City Utilities 
Purchase Order #A-24219 with Under¬ 
ground Pipe & Valve for the Depart¬ 
ment of Water Maintenance & Service. 




BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF 
FORT WAYNE, INDIANA: 

SECTION 1. That City Utilities Purchase Order #A-24219, 
between the City of Fort Wayne, by and through City Utilities, 
and the Board of Public Works and Underground Pipe & Valve, re¬ 
spectfully, for: 

2,000' of 8" Ductile Iron Pipe for the 

Water Maintenance & Service Department; 

involving a total cost of Eleven Thousand Six Hundred Twenty 
and No/100 Dollars ($11,620.00), all as more particularly set 
forth in said Purchase Order, which is on file in the Office of 
the Department of Purchasing, and is by reference incorporated 
herein, made a part hereof, and is hereby in all things ratified, 
confirmed and approved. 

SECTION 2. That this Ordinanace shall be in full 
force and effect from and after its passage, and any and all 
necessary approval by the Mayor. 


APPROVED AS TO FORM 
AND LEGALITY 



Bruce 0.Boxberget 


_ 

City Attorney 














Read the firsj/ tipe and on motion by ,4 _ t 

seconded bv - " y-— _, and duly/adopted, read thh second time 

by title and referred to the Committee (and the City 

Plan Commission for recommendation) and Public Hearing to be held after 
due legal notice, at the Cojujicii—ehaitlbers7~~ehfeyn£punty Building, Fort Wavne, 
Indiana, on , the " day of 


— 




_ _o ' clock_.M. ,E.S .T. 


Read the third 
seconded by 
passage 


ird in 


in full and on motion by 


_ 


^E^TERMAN —CITY CLERK 


PASSED l &QST*) by the following vote: 


and duly adopted, placed on its 


TOTAL VOTES 

BRADBURY 

BURNS 

sisbart 

GiaQUINTA 

SCHMIDT 

SCHOMBURG 

SCRUGGS 

STIER 
TALARICO 


AYES 


ABSENT 

/ 




CHARLES W. WESTERMAN - CITY CLERK'" 
Passed and adopted by the Common Council of the City of Fort Wayne, 
Indiana, as (ZONI N G - MAP )_ (GENE R RE ) (ANNEXATION) (SPECIAL), 


-(A PPROPRI ATION) ORDINANCE 


on the 




(RES OLUTION) y NO. 


_day of_ 


y LNVJ • 




(SEAL 


CHARLE 


STERMAN - CITY CLERK 





19 >H ■ 




PRESIDING OFFICER 
Presented by me to the Mayor^of the City of Fort Wayne, Indiana, on 
tha ____day of . 19 . at the hour of 




o’clock 




•M.,E.S.T. 


Approved and signed by me this 
19 ^3> , at the hour of_^_o'clock 


CHARLES W. WESTERMAN - CITY CLERK 

day of 


.M. ,E.S.T. 

0 - 


WIN MOSES, JR. - 


MAYOR 














































































AND DEPARTMENT OF PURCHASES 

jf' NUMBER ONE EAST MAIN STREET. ROOM 940 

,.aYNE 1980 ^ FORT WAYNE. IN 46802 

./■AIL ALL CORRESPONDENCE, CLAIM VOUCHERS, ETC., TO: 


n 


WATER MAINTENANCE & SERVICE 
415 EAST WALLACE STREET 
FORT WAYNE IN 46303 


L_ - . 

^UNDERGROUND PIPE 
*P0 BOX 508 •' - • ' 

SOUTH BEND IN 46624 


3595-Oi 


DELIVER TO: DEPART¬ 
MENT OR DIVISION 


WMTER MAINT. & SERVICE * 
415 E WALLACE STREET 
FORT WAYNE IN 46803 


1 


Z4ZIV 


DATE 01/03/83 
REQ.NO. 00510 


CORRESPONDENCE. 



APPROPRIATION 


fundnumber5 -i 3-521 -W15-44-299 



ORIGINAL (1) 


































S-83-01-22 


WE, YOUR COMMITTEE ON 


REPORT OF THE COMMITTEE ON FINANCE 
FINANCE 


TO WHOM WAS REFERRED AN 


ORDINANCE approving City Utilities Purchase ORd er #A-24219 with 

_ Underground Pipe & Valve for the Department of Wat er Maintenance 

& Service 


HAVE HAD SAID ORDINANCE UNDER CONSIDERATION AND BEG LEAVE TO REPORT 


MARK E. GiaQUINTA, CHAIRMAN 


JAMES S. 

STIER, VICE 

CHAIRMAN 

JANET G. 

BRADBURY 


SAMUEL J. 

. TALARICO 


DONALD J. 

, SCHMIDT 


ittk . 1 


ORDINANCE u(J f 

r H PASS. 

(Ll?Q 













concurred in 

. V " c5t ^MAN„ CITY 





























TITLE^ eF ORDINANC E City Utilities Purchase Order Number A-24219 

DEPARTMENT REQUESTING ORDINANCE__ Board of Public . Works 

SYNOPSIS OF ORDINANCE 


1-24219 




Iron Pipe is needed by the Water 

^EHHaifaLthe Trier Road water Main PreWr ^ is 


Pipe S Valve. “ ' 



MONEY INVOLVED (DIRECT COSTS, EXPENDITURE, SAVINGS) $11,620. 


ASSIGNED TO COMMITTEE 





































































































